PRODUCT PRICE LIST 


October 15, 1966 


MODEL NO. 

TITLE 


PRICE 

CRT System 

Circuit Modules 



SG415 

X-Y Sawtooth Generator 

$ 

235.00 

DA341 

Deflection Amplifier (±200 ma) (one axis) 


190.00 

DAI 13 

X-Y Deflection Amplifier (±2.5 a) 


740.00 

DAI 14 

X-Y Deflection Amplifier (±4.5 a) 


980.00 

DAI 15 

X-Y Deflection Amplifier (±8.0 a) 

1 

,555.00 

EDA800 

Electrostatic Deflection Amplifier 


330.00 


(350 volts p-p) (one axis) 



DF345 

Dynamic Focus Generator 


202.00 

DF347 

Dynamic Focus Output Amplifier 


194.00 

BA/FR413 

Blanking Amplifier and Static Focus Regulator 


144.00 

FR413 

Static Focus Regulator 


100.00 

BA413 

Blanking Amplifier 


125.00 

PP529 

Phosphor Protection Circuit 


146.00 

VA54 8 

Video Amplifier 


269.00 

VA598 

Video Amplifier 


575.00 

LC916 

Linearity Correction Circuit (one axis) 


230.00 

LC916/918 

Linearity Correction Circuit (two axes) 


776.00 

Tube and Coil Mounts 



CRTM 

Basic CRT Mount 

$ 

218.00 

CRTM-10 

Basic Mount for 10 inch CRT 


480.00 

DSTM 

Basic Dual Gun Recording Storage Tube Mount 


232.00 

MCM 

Micropositioning Coil Mount 


357.00 

FYM 

Fixed Yoke Mount (cylindrical yokes) 


125.00 

FYMS 

Fixed Yoke Mount (servo-type mounted yokes) 


85.00 

CCM 

Centering and Alignment Coil Mount 


68.00 

Accessories 




CRA7 5 9 

Card Rack Assembly 

$ 

195.00 

' l '!c 4 68 

Extender Card 


40.00 

MS983 

Magnetic Shield 


390.00 

BC1096 

Blank Module Card 


25.00 



TM 


NOTES: 1. Prices listed herein supercede all previously published 

prices for these items. 

2. Prices subject to change without notice. 

3. Prices: FOB, Newton, Mass. Terms: Net 30 days. 

4. We will be pleased to quote quantity prices for any item 
shown on this list. 
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